[ 13 . 78 ] 
350.00 


3 



[ 7 . 56 ] 

192.00 


ITEM NO. 

PART NUMBER 

DESC RIPTON 

QTY. 

1 

Clock8 B Front 

Oak 8mm Thick 

1 

2 

Clock8B Dial 1 

Oak 8mm Thick 

1 

3 

Clock8B Back 

Oak 8mm Thick 

1 

4 

Dowel 6-20 

1 6x20mm 

12 

5 

Spacer8 

Oakl 20x8mm 

2 

6 

Clock8 60 Spacer 

Oakl 16 x60mm 

5 

7 

Decorative disk 

Oakl 12 x4mm 

5 

8 

Clock 8-Minute Hand 

Purchase 

1 

9 

Clock 8-Hour Hand 

Purchase 

1 

10 

Clock8B Movement 

Purchase to suit 8mm 
thic kness 

1 

11 

A A Battery 

Purchase 

1 



i 6 A3 


Simple Clock with Battery movement 



Oct 2010 















































































Oct 2010 











































































































































































































































; n.69] 



Item 3 Clock Back Sc ale 1:1 
8mm thick 


4 6 A3 


Simple Clock with Battery movement 



Oct 2010 















































































Item 2 Clock Dials Sc ale 1:1 
8mm thick with I 9 centre hole 


3 dial options shown on these 
last two sheets 



5 6 A3 


Simple Clock with Battery movement 



Oct 2010 




































6 6 A3 


Simple Clock with Battery movement 



Oct 2010 


Item 2 Clock Dials Sc ale 1:1 
8mm thick 








